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HYDROCHLORIC ACID IN 0.9% NACL (BAG) 0.2N INJECTABLE 


NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ph. 800-994-6322 


Flavor: 

Description: 

Quantity made: 3300 ML 


Date made: 7/6/2012 
Lot number: 07062012@65 
Beyond use date: September 4, 2012 

60 days after compounding 

Pharmacist: GC 

Technician: DANIEL CLIFFORD 

NDC1: 

Packaging: ZEBRA LABEL 
Equipment: 

Labeling: ROOM TEMP 
Stability information: 

Chemicals / 


Batch yield: 3,300 000 PCCA ID: 

Qty remaining: 3,300 000 Route of admin: 

Pricing calculations from the log 

Estimated price $9.oo as of 

3:07 PM Ingredient cost $o.oo 

indin 9 date Device cost $o.oo 

Time cost $o oo Time to r 

Profit $9.00 


Active 0 
rrmula ID: 8273 
Log ID: 236789 
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(Added all GM & GMS: 0.00) 


Log Instructions & Notes 

Originally made as: 3000 HYDROCHLORIC ACID IN 0.9% NACL (BAG) 0.2N INJECTABLE 77~, . ^ n J/.) L, .. ) 

Calculated lot number: 0706201 2@65 Beyond use date: 9/4/2012 ffd<A “ w CuOb 
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Hydrochloric Acid 0.2N 
. 500mL 0.9% Sodium Chloride 


ZEBRA LABEL # 999060DC 


Lot# 07062012 (B» 65 V 

Expires On: 09/04/2012 

Jse as Directed. Ri Oily. Store al Room Temperature. Protect Irom Freezing. 


N ECC 

697 Waverly Street 
Framingham, MA 
800 - 994 - 6322 


174756 47 47 000633 


FDA P00168300 



